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Hydro-Power Plant in SEVAN, Armenian S3sit 


Legend: See report 


“AAS SoA 


~ RS | 
We ea, die pects | i 


| <——- 1 xp ————> | 


380 FE 


* 


_ Approved For Release 2003/8841 : CIA-RDP82-00457R004200160015-6 


ee 


25X1 


